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UNCLASSIFIED 
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ACTION AID-59 

INFO OCT-01 ISO-OO PASS-00 A-01 OPR-02 SS-15 SSO-OO OES-05 

EB-07 FDRE-00 INR-07 INRE-00 10-11 IGA-02 /110W 

034393 

O 200100Z FEB 76 

FM AMEMBASSY GUATEMALA 

TO SECSTATE WASHDC NIACT IMMEDIATE 397 

UNCLAS GUATEMALA 110 

DEPT PASS USUN NEW YORK US MISSION GENEVA SECDEF NIACT IMMEDIATE 
JCS NIACT IMMEDIATE USCINCSO NIACT IMMEDIATE 

AID/AIDAC/PHA/FDRC 

EO 11652: N/A 
TAGS: SWEL, GT 

SUB J : GUATEMALA EARTHQUAKE: WATER SUPPLY 

1 . THE FOL MATERIALS ARE REQUIRED TO PERFORM BAC- 
TERIOLOGICAL MONITORING OF WATER SUPPLIES IN GUATEMALA. 

THE ITEMS ARE NOT LOCALLY AVAILABLE AND ARE NOT STOCKED 
IN THE LABORATORIES PERFORMING BACTERIAL ANALYSIS IN THIS 
COUNTRY. 

(A) 12 BOXES, 100 FILTERS PER BOX 

HAWG 047 SO PRE-STERILIZED, MEMBRANE FILTERS, 47 MM 
DIAMETER, 0.45 MICRON PORE SIZE. 

MANUFACTURE - MILIPORE CORPORATION - COST DOLS 22.00/BOX 
ESTIMATED COST DOLS 264.00 

(B) 3, 1 LITER FILTERING FLASK. MILIPORE CORP. CATALOG 
NO. XX10-047-05. COST DOLS 6.00/FLASK 

ESTIMATED COST DOLS 18.00 

(C) 12 CARTONS, PLASTIC PETRI DISHES, 100 DISHES PER CARTON, 

MILIPORE CATALOG NO. PD 10-047-00. COST DOLS 1 1 PER CARTON. 

ESTIMATED COST DOLS 132.00 
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(D) 3 PYREX 47 MM FILTER HOLDERS. STANDARD MILIPORE CATALOG 
NO. XX 10-047-00. COST DOLS 35.00. ESTIMATED COST DOLS 105.00 

(E) 5 BOXES OF M-FC BROTH MEDICA FOR DOING FECAL CLIFORM 
BACTERIOLOGICAL EXAMINATION. COST DOLS 8.00 PER BOX. ESTI- 
MATED COST DOLS 40.00. MANUFACTURED BY DIFCO, BBL- AVAILABLE 
FROM COLON 5 IN PANAMA. 

2. TOTAL COST IS ESTIMATED AS DOLS 559.00. 

3. REQUEST DELIVERY OF ABOVE ITEMS NOT LATER THAN 20 FEBRUARY 
76. REQUEST FDRC AUTHORIZE AND ARRANGE FOR SOUTHCOM TO PUR 
CHASE ABOVE ITEMS IN THE CANAL ZONE AND HAVE THEM DELIVERED ON THE 
FIRST AVAILABLE FLIGHT. PLEASE ADVISE. 

MF.I.OY 

NOTE BY OC/T: PASSED ABOVE ADDRESSEES. 

UNCLASSIFIED 


NNN 


*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: DISASTER RELIEF, EARTHQUAKES, MONITORING, SUPPLIES, WATER 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 20 FEB 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976GUATEM00110 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: D760063-0244 
From: GUATEMALA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760297/aaaageix.tel 

Line Count: 81 

Locator: TEXT ON MICROFILM, TEXT ON-LINE 
Office: ACTION AID 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ullricre 
Review Comment: n/a 
Review Content Flags: 

Review Date: 26 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <26 JUL 2004 by oatisao>; APPROVED <26 AUG 2004 by ullricre> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> srp 970919 

Subject: GUATEMALA EARTHQUAKE: WATER SUPPLY 

TAGS: SWEL, GT 

To: STATE 

Type: TE 
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